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NOTICE OF INCORPORATION 

United States Legal Document 

$3T All citizens and residents are hereby advised that 
this is a legally binding document duly incorporated by 
reference and that failure to comply with such 
requirements as hereby detailed within may subject you 
to criminal or civil penalties under the law. Ignorance of 
the law shall not excuse noncompliance and it is the 
responsibility of the citizens to inform themselves as to 
the laws that are enacted in the United States of America 
and in the states and cities contained therein. ~^k 
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ASME QEI-1, Standard for the Qualification of 
Elevator Inspectors, 2007 Edition, as required 
by States and Municipalities, including 
Vermont, Iowa, et . alia. 
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FOREWORD 



Participants from the National Association of Elevator Safety Authorities / the National Elevator 
Industries, Inc., the American Insurance Association, and the Alliance of American Insurers met 
in early 1981 to discuss the trend among state and municipal governments to rely on private 
inspection agencies and self-inspection by elevator companies to perform inspections that had 
traditionally been done by the jurisdictional authorities. One of the prime concerns of the group 
was to develop a means for ensuring that the quality of the inspections remained at a high level 
The group determined that addressing the qualifications of the persons performing the inspections 
is an important part of achieving this goal. 

The American Society of Mechanical Engineers (ASME), which had been actively involved in 
elevator safety through the sponsorship of the A17 Elevator and Escalator Committee, was asked 
to participate in the group's discussions, ASME expressed an interest in this project and established 
an ad hoc committee consisting of members of the above organizations to develop a scope and 
guidelines for the establishment of a standards-writing committee. 

On November 12, 1981, the ASME Council on Codes and Standards responded to this request 
and approved the formation of the ASME Committee on the Qualification of Elevator Inspectors 
(QEI Committee) to develop an American National Standard. 

The goal established for the QEI Committee is to provide for the public health, safety, and 
welfare by supplementing existing standards in this field. ASME A17.1, Safety Code for Elevators 
and Escalators, covers design, construction, operation, inspection, testing, maintenance, alteration, 
and repair. ASME A17.2, Guide for Inspection of Elevators, Escalators, and Moving Walks, supple- 
ments the Safety Code by providing guidelines for the inspection and testing of the equipment 
Neither A 17.1 nor A17.2, however, covers the qualifications of inspection personnel, and the 
duties of the inspector are only covered briefly in the Introduction to the Inspectors' Manual, 

The excellent safety record of elevators, escalators, and related equipment has been maintained, 
in part, by quality field inspections and tests. However, advancing technology and safety require- 
ments have highlighted the need for establishing uniform criteria for the persons performing these 
inspections. The quality of inspections, of course, depends on the competence of the inspector, and 
the Standard for the Qualification of Elevator Inspectors is dedicated to that purpose. 

Safety codes and standards are intended to enhance public health and safety. Revisions result 
from committee consideration of factors such as technological advances, new data, and changing 
environmental and industry needs. Revisions do not imply that previous editions were inadequate. 

With the harmonization of ASME A17.1 and CSA B44, the application of the QEI Standard is 
now widespread in Canada. To enable the effective use of the QEI Standard by the jurisdictions 
in Canada enforcing codes other than those published by ASME, the QEI Standard was revised 
in the 2007 edition to include reference to equivalent Canadian codes. The reference to any 
Canadian standard and access to or possession of those standards is necessary only in Canada 
or where the standards are adopted or enforced, 

This revision of QEI-1 was approved by the American National Standards Institute on December 
21, 2007. 
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PREFACE 



PURPOSE 

This Standard is intended for the purpose of establish- 
ing uniform criteria, which will aid in 

(a) qualifying and training of inspection personnel 
for government agencies, insurance companies, elevator 
companies, building owners, and managers 

(b) the accreditation of inspection agencies 

It is also intended to serve as a guideline on which 
certification is based by detailing the expertise necessary 
in performing inspections. 

It is recommended that state, municipal, and other 
jurisdictional authorities reference this Standard in their 
governing regulations covering subjects included in this 
Standard. Model language for enforcement authorities 
to recognize certified inspectors and inspection supervi- 
sors from accredited organizations is shown in Nonman- 
datory Appendix D. 

ACCREDITATION 

The American Society of Mechanical Engineers has 
established procedures to authorize organizations to cer- 
tify that persons have met the requirements of this Stan- 
dard (see Part 4). ASME does not ''approve/' "certify/' 
"rate," or "endorse" any person certified by an organiza- 
tion holding a Certificate of Accreditation, and there 
shall be no statement or implication that might so 
indicate, 



FORM AND ARRANGEMENT 

The Foreword, Preface, and Appendices are included 
in this Standard for information only. They have been 
approved by the QEI Committee. The requirements 
therein are nonmandatory. 



RELATED PUBLICATIONS 

This Standard Is one of the numerous codes and stan- 
dards that have been developed and published by The 
American Society of Mechanical Engineers. These and 
publications of other organizations, all of which may be 
of special interest to users of this Standard, are listed in 
Nonmandatory Appendix A. 



CORRESPONDENCE WITH THE QEI COMMITTEE 

ASME codes and standards are developed and main- 
tained with the intent to represent the consensus of con- 
cerned interests, As such, users of this Standard may 
interact with the committee by requesting interpreta- 
tions, proposing revisions, and attending committee 
meetings, Correspondence should be addressed to 

Secretary, QEI Standards Committee 

The American Society of Mechanical Engineers 

Three Park Avenue 

New York, NY 10016-5990 

Proposing Revisions. Revisions made to this Standard 
will incorporate changes that appear necessary or desir- 
able as demonstrated by the experience gained from its 
application, and in order to conform to developments 
in the elevator field. Approved revisions will be pub- 
lished in the next edition. 

The committee welcomes proposals for revisions to 
this Standard. Such proposals should be as specific as 
possible, citing the paragraph number(s), the proposed 
wording, and a description of the reason(s) for the pro- 
posal, including any pertinent documentation. 

Requesting Interpretations. ASME issues written 
replies to inquiries concerning interpretation of technical 
aspects of this Standard. Interpretations are published 
on the ASME Web site under the Committee Pages at 
http://cstools.asme.org/. Interpretations can only be 
rendered in response to a written request sent to the 
Secretary of the QEI Standards Committee. 

ASME procedures provide for reconsideration of any 
interpretation when or if additional information that 
might affect the interpretation is available. Further, per- 
sons aggrieved by an interpretation may appeal to the 
cognizant ASME committee or subcommittee. ASME 
does not "approve," "certify/' "rate," or "endorse" any 
person, company, organization, item, construction, pro- 
prietary device, or activity. 

Attending Committee Meetings. The QEI Standards 
Committee regularly holds meetings that are open to 
the public. All portions of meetings that concern evalua- 
tion of certifying organizations are closed to the public. 
Persons wishing to attend any meeting should contact 
the Secretary of the QEI Standards Committee. 
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ASME QEI-1-2007 
SUMMARY OF CHANGES 



Following approval by the ASME QEI Committee and ASME, and after public review, ASME 
QEI-1-2007 was approved by the American National Standards Institute on December 21, 2007. 

ASME QEI-1-2007 includes editorial changes, revisions, and corrections introduced in ASME 
QEI- 1-2004 as well as the following changes identified by a margin note, (07). 

Page Location Change 

1-3 1-1,1 References to ASME A17.1 updated and 

CSA B355 added 

1-1.3 Reference to ASME A17.1 updated 

1-1.4 Reference to ASME A17.1 updated and 

CSA B355 added 

1-1.5 Reference to ASME A 17.1 updated and 

CSA B355 added 

1-2 (1) First paragraph revised 

(2) Definitions of CEU and continuing 
educational credit added 

(3) Definitions of inspector and latest 
edition revised 

1-3 Subparagraphs (a), (c), (d), and (h) 

revised 

1-4 (1) Subparagraphs (a), (h), and (i) revised 

(2) Subparagraph (1) added 

1-5 (1) Subparagraphs (a)(1), (a)(3), (a)(5), 

and (b)(1) revised 
(2) Subparagraphs (b)(2)(e) and (b)(4) 
added 

4-6 2-1 (1) In the first paragraph, references to 

ASME A17.1 updated and CSA B355 
added 
(2) In subpara. (b)(1), references to ASME 
A17.1 updated and CSA B355 added 

(4) Subparagraphs (h), (j), (m), and (n) 
revised 

(5) In subpara. (o), reference to CSA B355 
added 

(6) Subparagraph (p) revised 

2-2(c)(l) Reference to ASME A17.1 updated and 

CSA B355 added 

Revised in its entirety 

Revised in its entirety 

Revised in its entirety 

Reference to ASME A17.1 updated 
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2-3 


7 f B 


3-3 


10,11 


4-211 


13 


A-l 



Page 



14 
18 

19,20 
21-23 



Location 

A-2 

A-3 

A-5 
A-7 
A-8(a) 



Change 

Revised 

First paragraph revised and subpara. (d) 
added 

Revised 

Revised 

Revised 



Nonmandatory Appendix E Added 
Nonmandatory Appendix F Added 
Nonmandatory Appendix G Added 



SPECIAL NOTE: 

The interpretations to QEI-1 are included in this edition as a separate section for the user's 
convenience. 



vm 
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ASME QEI-1-2007 



STANDARD FOR THE QUALIFICATION OF 
ELEVATOR INSPECTORS 

Part 1 
Introduction 



1-1 SCOPE 

(07) 1-1.1 Inspectors and Inspection Supervisors 

This Standard includes requirements for the qualifica- 
tion, duties, and responsibilities of inspectors and 
inspection supervisors engaged in the inspection and 
testing of 

(a) hoisting and lowering mechanisms, equipped 
with a car or platform, that move between two or more 
landings. This equipment includes, but is not limited to, 
the following: 

(1) elevators (ASME A17.1/CSA B44) 

(2) platform and stairway chairlifts (ASME A18.1 
or CSA B355) 

(b) power-driven stairways and walkways for car- 
rying persons between landings. This equipment 
includes, but is not limited to, the following: 

(1) escalators (ASME A17.1/CSA B44) 

(2) moving walks (ASME A17.1/CSA B44) 

(c) hoisting and lowering mechanisms equipped with 
a car that serves two or more landings and is restricted 
to the carrying of material by its limited size or limited 
access to the car. This equipment includes, but is not 
limited to, the following: 

(1) dumbwaiters (ASME A17.1/CSA B44) 

(2) material lifts and dumbwaiters with automatic 
transfer devices (ASME A17.1/CSA B44) 

NOTE: Nonmandatory Appendix B also includes recommended 

qualifications and duties of inspector trainees. 

1-1.2 Accreditation 

This Standard includes requirements for accreditation 
of organizations that certify inspectors and inspection 
supervisors. 

(07) 1-13 Certification 

ASME A17.1/CSA B44, requirements 8.10.1.1 and 
8.11.1.1 require inspectors and inspection supervisors to 
be certified by an organization accredited by ASME in 
accordance with the requirements contained in this 
Standard. 



1-1.4 Covered Inspections (07) 

This Standard applies to any person who is making 
an inspection to determine compliance with the require- 
ments of ASME A17.1/CSA B44, ASME A17.3, 
CSA-B44.1/ASME A17.5, and ASME A18.1 or CSA B355. 
It applies to persons typically employed by, but is not 
limited to, the following: 

(a) jurisdictional authorities. 

(b) independent inspection agencies and elevator 
consultants. 

(c) insurers of the equipment. 

(d) manufacturers, installers, and maintainers of the 
equipment. 

(e) building owners and managers, 

if) testing laboratories performing field inspections 
and tests. See also para. 1-1.5. 

1-1.5 Exempt inspections (07) 

This Standard does not cover personnel engaged in 
engineering and type testing as covered in Section 8.3 
of ASME A17.1/CSA B44, Section 8 of ASME A18.1 or 
Appendix A of CSA B355, and CSA- B44.1 /ASME A17.5, 
including inspection by laboratories in association with 
these tests. 

1-2 DEFINITIONS (07) 

Terms used in this Standard shall have the meanings 
specified in the following definitions. Other terms used 
shall have the meanings specified in Section 1.3 of ASME 
A17.1/CSA B44. 

accredited certifying organization: a certifying organization 
that holds a valid Certificate of Accreditation. 

ASME: The American Society of Mechanical Engineers. 

Certificate of Accreditation: a certificate issued by ASME to 
a certifying organization that verifies the adequacy of 
the organization to meet the requirements of Part 4 of 
this Standard. 

certification manual: the documentation of a certification 
program. 



1 
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certification program: a certifying organization's con- 
trolled management program, which is utilized for 
the purpose of certifying inspectors and inspection 
supervisors. 

certified inspection supervisor: a person certified by an 
accredited certifying organization as meeting the 
requirements of Part 3 of this Standard. 

certified inspector: a person certified by an accredited 
certifying organization as meeting the requirements of 
Part 2 of this Standard. 

certifying organization: an organization that certifies that 
persons are qualified to perform the duties of an inspec- 
tor or inspection supervisor. 

CEU: continuing education unit. 

continuing education credit: one instructional contact hour 
equals 01 CEU. 

current edition: the edition of the ASME A17 documents 
now being followed by the respective authority having 
jurisdiction. In the case where there is no stated docu- 
ment to follow, the current edition will be the latest 
edition. 

equivalent field: a field that deals with electronic, electri- 
cal, mechanical (including hydraulic), and safety princi- 
ples to the same degree of complexity as found in 
elevators. 

inspection supervisor: a person meeting the qualifications 
of section 3-1 who is responsible for the supervision of 
inspectors and inspector trainees. 

inspector: a person meeting the qualifications of section 
2-1 who is engaged in the inspection and testing of 
equipment within the scope of ASME A17.1/CSA B44. 

inspector trainee: a person who is being trained to become 
an inspector, 

latest edition: the latest edition in effect or the specific 
edition referenced by ASME A17.1/ CSA B44 and ASME 
A18.1 or CSA B355. Where the referenced standard does 
not include an effective date and a specific edition is not 
referenced in ASME A17.1/CSA B44 and ASME A18.1 or 
CSA B355, the effective date shall be 6 months from the 
date of publication. More recent editions may be used. 

QEI logo: the logo shown in Fig. 1-2, which is a registered 
trademark, The logo may be used by accredited organi- 
zations and individuals holding valid certified inspector 
credentials or valid certified inspection supervisor cre- 
dentials (see section 1-5). 



(07) 1-3 QEI REFERENCED STANDARDS 

(a) References to ASME Al 7.1 /CSA B44 refer to the 
latest edition of ASME A17.1/CSA B44, an American 
National Standard and a National Standard of Canada. 



Fig. 1-2 QEI Logo 




(b) References to ASME A17.2 refer to the latest edi- 
tion of Guide for Inspection of Elevators, Escalators, and 
Moving Walks. 

(c) References to the National Electrical Code or 
Canadian Electrical Code refer to the latest edition of 
ANSI/NFPA 70, National Electrical Code, or Canadian 
Electrical Code C22.1. 

(d) References to building codes refer to the latest 
editions of the following: 

(1) National Building Code 

(2) Standard Building Code 

(3) Uniform Building Code 

(4) International Building Code 

(5) National Building Code of Canada 

(e) References to standards regarding accessibility for 
people with disabilities refer to the latest editions of the 
following: 

(1) ICC/ANSI A117.1, Accessible and Usable 
Buildings and Facilities, an American National Standard 

(2) ADAAG, Americans with Disabilities Act 
Accessibility Guidelines for Buildings and Facilities 

if) References to ASME A17.3 refer to the latest edi- 
tion of ASME A 17.3, Safety Code for Existing Elevators 
and Escalators, an American National Standard. 

(g) References to B44.1/A17.5 refer to the latest edi- 
tion of CSA-B44.1/ASME A17.5, Elevator and Escalator 
Electrical Equipment, a National Standard of Canada 
and an American National Standard. 

(h) References to ASME A18.1 or CSA B355 refer to 
the latest edition of ASME A18.1, Safety Standard for 
Platform Lifts and Stairway Chairlifts, or CSA B355, Lifts 
for Persons with Physical Disabilities. 

(i) References to the Safety Handbook refer to the 
latest edition of the Elevator Industry Field Employees 7 
Safety Handbook. 

NOTE: See Nonmandatory Appendix A for related documents. 
Also, see para. 4-2.10, 

1-4 CERTIFICATE HOLDER REFERENCE STANDARDS (07) 

The following list contains documents that shall be 
held by each certificate holder (see para. 4-2.7): 

(a) current editions of ASME A17.1/CSA B44 and all 
previous editions with supplements of ASME A 17.1, 
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(07) 



Safety Code for Elevators and Escalators, and CSA B44, 
Safety Code for Elevators 

(b) current edition with supplements of ASME A17.2, 
Guide for Inspection of Elevators, Escalators, and 
Moving Walks 

(c) current and all previous editions with supple- 
ments of ASME A173, Safety Code for Existing Elevators 
and Escalators 

(d) current edition of ASME A17.4, Guide for 
Emergency Personnel 

(e) current and all previous editions with supple- 
ments of CSA-B44.1/ASME A17.5, Elevator and 
Escalator Electrical Equipment 

(f) all published interpretations of A17 documents 
from June 14, 1972 through to most current 

(g) current edition of A17.1 Handbook 

(h) current and all previous editions, beginning with 
1972 edition, of the National Electrical Code, the 1990 
edition of the Canadian Electrical Code 

(i) current and all previous editions, beginning with 
1981 edition, of the International, National, Standard, 
and Uniform Building Codes, the 1990 edition of the 
National Building Code of Canada 

(j) current edition of ICC/ANSI A117.1 and 
ADAAG accessibility standards 

(k) latest edition of the Elevator Industry Field 
Employees' Safety Handbook 

(I) current and all previous editions with supplements 
of ASME A18.1, Safety Standard for Platform Lifts and 
Stairway Chairlifts, or CSA B355, Lifts for Persons with 
Physical Disabilities 

Certificate holders with limited certificates shall be 
required to hold only those documents that apply to 
that program. 

1-5 CERTIFIED ELEVATOR INSPECTOR AND 
CERTIFIED ELEVATOR INSPECTOR 
SUPERVISOR REFERENCE STANDARDS 

(a) Personal Possession 

(1) ASME A17.1/CSA B44, Safety Code for 
Elevators and Escalators 

(2) ASME A17.2, Guide for Inspection of Elevators, 
Escalators, and Moving Walks 

(3) ANSI/NFPA 70, National Electrical Code, or 
Canadian Electrical Code C22.1 

(4) ASME A17.3, Safety Code for Existing Elevators 
and Escalators 



(5) ASME A18.1, Safety Standard for Platform Lifts 
and Stairway Chairlifts, or CSA B355, Lifts for Persons 
with Physical Disabilities 

(6) Elevator Industry Field Employees' Safety 
Handbook 

(b) Workplace Access 

(1) CSA-B44.1/ASME A17.5, Elevator and 
Escalator Electrical Equipment 

(2) building codes 

(a) National Building Code 

(b) Standard Building Code 

(c) Uniform Building Code 

(d) International Building Code 

(e) National Building Code of Canada 

(3) standards regarding accessibility for people 
with disabilities 

(a) ICC/ANSI A117.1, Accessible and Usable 
Buildings and Facilities 

(b) ADAAG, Americans with Disabilities Act 
Accessibility Guidelines for Buildings and Facilities 

(4) published interpretations of codes and stan- 
dards referenced in paras. l-5(a) and (b) 

1-6 CREDENTIALS 

An inspector holding a valid certification from an 
accredited certifying organization (see section 1-2) may 
use the designation CEI after his/her name denoting 
"Certified Elevator Inspector" or CEIS denoting 
"Certified Elevator Inspection Supervisor/' 

An inspector or inspection supervisor may also state 
in oral and written reports that he or she is "certified 
by [name or acronym of accredited certifying organiza- 
tion] in conformance with the requirements of 
ASME QEI-1." Inspectors shall not state or imply that 
they are certified by ASME. 

1-7 USE OF QEI LOGO 

The QEI logo (see Fig. 1-2) is limited to use by accred- 
ited organizations and by individuals holding valid cer- 
tified inspector credentials or certified inspection 
supervisor credentials, as defined in section 1-2. In addi- 
tion to using this symbol in their certification documen- 
tation, these organizations, as well as certified inspectors 
and certified Inspection supervisors, may use the symbol 
for advertising materials or other literature. The QEI 
logo shall have the name or acronym of the certifying 
organization immediately adjacent to the logo. 
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Part 2 
Qualifications and Duties of Inspectors 



(07) 2-1 QUALIFICATIONS 

An inspector shall meet the definition of ''Elevator 
Personnel" in ASME A17.1/CSA B44, Section 1.3 and 
have documented training and at least 1 year of experi- 
ence performing inspections and performing or wit- 
nessing tests specified in ASME A17.1/CSA B44 and 
ASME A18.1 or CSA B355. Verifiable evidence of training 
and experience shall be documented with the applica- 
tion for certification to the certifying organization. An 
inspector shall also verify that he or she meets the follow- 
ing qualifications (see Nonmandatory Appendix B for 
the recommended qualifications and duties of inspector 
trainees): 

(a) knowledge of personal safety practices including, 
but not limited to, the safety practices contained in the 
Safety Handbook necessary to perform the following; 

(1) acceptance inspections of new construction 

(2) routine and periodic inspections of existing 
equipment 

(3) inspections of equipment in hazardous environ- 
ments, where applicable 

(b) familiarity with industry terminology, including 
the following; 

(1) terms defined and used in ASME A17.1/ 
CSA B44 and ASME A18.1 or CSA B355 

(2) terms used in ASME A17.2 

(3) terms defined and used in the National 
Electrical Code 

(4) administrative terminology used by the juris- 
dictional authority 

(c) ability to read architectural and installation draw- 
ings, including hoistway and machine room layouts 

(d) working knowledge of electrical, electronic, and 
circuit construction principles, including but not lim- 
ited to 

(1) voltage, currents, and resistance 

(2) series and parallel circuits 

(3) grounding 

(4) ability to read circuit diagrams 

(e) knowledge of the purpose and function of safety 
devices in the following locations: 

(2) machine rooms and machinery spaces 

(2) hoistways 

(3) on the cars 

(4) pits 

(5) escalators, moving walks, and other related 
equipment 



(f) working knowledge of mechanical principles as 
applied to structures, machines, mechanisms, and the 
effects of traction on ropes and sheaves 

(g) working knowledge of hydraulic principles as 
applied to the operation of valves, pumps, plungers, 
piping, and buffers 

(h) working knowledge of the various types of equip- 
ment; their code requirements, uses, and limitations; 
local regulations, and any special problems or applica- 
tions as included in ASME A17.1 or CSA B44, 
ASME A17.1/CSA B44, CSA B311 (past and present), 
A 18.1 or CSA B355, and QEI-1 and awareness of pub- 
lished interpretations of those Standards Committees 

(1) classifications of usage 

(a) passenger elevators 

(b) freight elevators (Classes A, B, CI, C2, and C3) 

(c) private residence elevators 

(d) sidewalk elevators 

(e) special purpose personnel elevators 

(f) inclined elevators 

(g) material lifts and dumbwaiters with auto- 
matic transfer devices 

(h) dumbwaiters 

(i) elevators used for construction 

(2) classifications of driving means 

(a) traction 

(b) winding drum 

(c) hydraulic (direct-plunger hydraulic, electro- 
hydraulic, maintained-pressure hydraulic, and roped 
hydraulic) 

(d) screw machine 

(e) rack and pinion 

(f) hand 

(g) belt and chain drives 

(3) escalators and moving walks 

(4) inclined and vertical wheelchair lifts and stair- 
way chairlifts (ASME A17.1b-1998 and earlier) 

(i) working knowledge of the functions and operation 
of elevator systems, including machines, motors, gover- 
nors, and other machine room equipment; controllers; 
position devices; door operator systems; hoistway sys- 
tems; safety system testing and functions; pit equipment 
escalators; moving walks; electrical devices; and 
hydraulics 

(j) working knowledge of inspection and testing pro- 
cedures as described in ASME A17.2 and awareness of 
published interpretations of those procedures 
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(k) working knowledge of applicable building, fire, 
electrical, and accessibility codes 

(I) demonstrated ability to perform the duties speci- 
fied in section 2-2 

(m) working knowledge of the requirements of 
ASME A17.3 and awareness of published interpretations 
of ASME A17.3 

(n) awareness of B44.1/A17.5 and Standards 
Committee published interpretations to the extent that 
it is specified in ASME Al 7.1 /CSA B44 and ASME A18.1 
or CSA B355 

(o) working knowledge of the various types of equip- 
ment; functions and operations; their code requirements, 
uses, and limitations; and any special problems or appli- 
cations as included in ASME A18.1 or CSA B355 (past 
and present) and local regulations 

(p) must have in his or her personal possession the 
latest edition of QEI-1 and access to Standards 
Committee published interpretations, as well as the cur- 
rent editions of the documents referenced in para, l-5(a) 

(q) must have workplace access to current editions of 
documents referenced in para. l-5(b) 

2-2 DUTIES 

The duties of an inspector include the following: 

(a) making acceptance inspections and witnessing 
tests to determine whether all parts of the installation 
conform to the requirements of the applicable code or 
regulations and whether the required safety devices 
function as required therein 

(b) making routine or periodic inspections and wit- 
nessing tests of existing installations to determine that 
the equipment is in apparent safe operating condition, 
has not been altered except in conformity to the applica- 
ble code or regulations, and performs in accordance with 
test requirements 

(c) reporting the results of the inspection and testing 
in accordance with the appropriate administrative pro- 
cedures and the following: 

(07) (1) the certified inspector's report shall include a 

clear description of the scope of the inspection per- 
formed, including the type of inspection (acceptance, 
periodic, or routine) and whether or not the inspection 
was performed in accordance with the applicable 
requirements of ASME A17.1/CSA B44, Section 8.10 or 
8.11, or ASME A18.1, Section 10 or CSA B355, 
Appendix A2. If any other type of inspection was per- 
formed, the report shall include a complete description 
of the scope of the inspection. The ASME checklist forms 
as published by ASME for electric elevators, hydraulic 
elevators, and escalators and moving walks shall only 
be used when the inspection complies with the require- 
ments in ASME A17.1/CSA B44, Section 8.10 or 8.11. 



(2) the report shall be signed by the certified inspec- 
tor, and shall include his or her certification number 
and certifying agency. 

(3) all Code deficiencies noted in the report shall 
include a reference to the applicable code and rule 
number (s). 

(4) the report shall include the date and time that 
the inspection was conducted. 

(d) maintain his or her personal copy of QEI-1 to 
be the latest edition, as well as the current edition of 
documents referenced in para. l-5(a) 



2-3 MAINTENANCE OF QUALIFICATIONS 

In order to maintain qualifications as an elevator 
inspector, an individual shall 

(a) become familiar with the applications of new tech- 
nology, including the electronic and material fields. 

(b) maintain knowledge of current local administra- 
tive or operating procedures necessary to discharge 
duties. 

(c) maintain knowledge of recent revisions and 
awareness of published interpretations of ASME A 17.1/ 
CSA B44, ASME A17.2, ASME A17.3, and ASME A18.1 
or CSA B355, and awareness of B44.1/ A17.5 to the extent 
specified in ASME A17.1/CSA B44 and ASME A18.1 or 
CSA B355, as well as the applicable requirements in 
building, fire, electrical, and accessibility codes. 

(d) comply with the code of ethics (code of conduct) 
established by the accredited certifying organization. 

(e) have in his or her possession the latest edition of 
ASME QEI-1, and published interpretations as well as 
the current edition of documents referenced in para. 
l-5(a), plus workplace access to the documents refer- 
enced in para. l-5(b). The inspector shall attest to compli- 
ance with the above in writing or by electronic 
submission upon certification and annual renewal of 
certification. 

(f) obtain 1.0 continuing education unit (CEU) on an 
annual basis by participating in continuing education 
and professional development activities acceptable to 
the QEI accredited certifying organization (para. 4-2.2). 
Continuing education credit may be awarded for a wide 
variety of activities that involve training, education, or 
other endeavors wherein the objective includes achiev- 
ing relevant professional knowledge, skills, and abilities 
beyond those required for initial certification. 

(1) Accruing CEUs: 

(a) During the 12-month period prior to the 
renewal application date, the inspector shall accrue the 
CEUs required. The inspector shall keep documents and 
records of each activity during the renewal period. 

(b) An affidavit shall be submitted along with 
the certification renewal confirming that the information 
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is accurate, A renewal applicant shall retain documenta- 
tion for 2 years from the date of the renewal. The docu- 
mentation for any activities relating to CEUs shall be 
submitted upon request to the accredited certifying 
organization. 

(2) Acceptable Continuing Education Credit and Profes- 
sional Development Activities 

(a) participation as a student in a seminar or tech- 
nical session delivered by a QEI accredited certifying 
organization or approved by a QEI accredited certifying 
organization and delivered by a related professional 
association, state code enforcement licensing agency, 
standards writing organization, or any related federally 
sponsored program. Each clock hour of attendance is 
equivalent to 0.1 CEUs. 

(b) touring of manufacturing or testing facilities 
directly related to elevator technology being presented 
in an associated classroom training session. A maximum 
of 0.5 CEUs may be credited per annual renewal period, 

(c) successful completion of a self-study course 
related to elevator technology and its related disciplines, 
offered by a QEI accredited certifying organization, state 
code enforcement licensing agency, or accredited aca- 
demic institution equivalent to not more than 0.2 CEUs 
per annual renewal period, 

(d) successful completion of an online renewal 
update course shall be acceptable for not more than 
0.2 CEUs per annual renewal period, 

(e) instruction of a seminar, or technical session 
delivered for a related professional association, state 
code enforcement licensing agency, ASME accredited 
organization, standards writing organization, or any 
related federally sponsored program shall be acceptable 



for 0.1 CEUs for each clock hour of instruction delivered. 

(f) serving as an officer, member, or alternate on 
an A17.1 or A18.1 ASME committee (Standards Commit- 
tee, Subcommittee, Working Group, Project Team, Ad 
Hoc), CSA B355, or CSA B44 Committee (Subcommittee, 
Working Group, Project Team, Ad Hoc) for one full year 
shall be acceptable for 0.1 CEUs per committee meeting 
attended. 

(g) attending an A17.1/B44 / A18.1 ASME,orCSA 
B355 committee (Standards Committee, Subcommittee, 
Working Group, Project Team, Ad Hoc) meeting shall 
be acceptable for 0.05 CEUs per committee meeting 
attended. 

(h) attendance at in~house training during 
employment as an inspector or inspection supervisor 
directly related to the performance of duties other than 
ASME code issues shall be acceptable for 0.1 CEUs per 
clock-hour of attendance, not to exceed 0.4 CEUs per 
annual renewal period. 

(i) participation as a student in an accredited aca- 
demic institution in coursework related to the elevator 
industry in the area of mechanics, electrical, electronic, 
and hydraulic fields shall be acceptable for 0.1 CEUs 
for each academic credit, not to exceed 0.6 CEUs per 
certification year. 

(j) publication of a paper, book, or technical arti- 
cle for an academic institution, or professional trade 
journal related to elevator devices shall be acceptable for 
0.3 CEUs per published article, not to exceed 0.6 CEUs 
annually. 

(k) participation in an organization's internal 
management meetings is not eligible for equivalent 
CEUs. 
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Part 3 
Qualifications and Duties of Inspection Supervisors 



3-1 QUALIFICATIONS 

An inspection supervisor shall have the qualifications 
of section 2-1 and the following: 

(a) demonstrated aptitude for leadership, administra- 
tion, and management (should acquire management 
training within the first year), 

(b) demonstrated in-depth knowledge of the applica- 
ble codes. 

(c) demonstrated ability to perform the administra- 
tive and technical duties in section 3-2. An inspection 
supervisor shall also meet one of the following experi- 
ence requirements: 

(1) five years' experience as an elevator inspector 
or in a job in an equivalent field at an equivalent level, 
2 years of which must have been spent dealing directly 
with elevator inspections. 

(2) four years' experience as an elevator inspector 
and a diploma or certificate of successful completion 
from a technical /vocational school (including high 
school) in an equivalent field, 

(3) three years' experience as an elevator inspector 
and a bachelor's degree in an equivalent field, 

(4) two years' experience as an elevator inspector 
and a bachelor's degree in engineering from an accred- 
ited school in an equivalent field, 

(d) must have in his or her personal possession the 
latest edition of QEI-1, as well as the current editions 
of the documents referenced in para, l-5(a). 

(e) must have workplace access to current editions of 
documents referenced in para. l-5(b). 



3-2 DUTIES 

3-2.1 Administrative 

The administrative duties of an inspection supervisor 
include, but are not limited to, the following: 

(a) scheduling of inspections and assignments 

(b) training of inspectors and, where appropriate, 
others requiring elevator safety familiarity 

(c) development of budget 

(d) selection of new inspectors and trainees 

(e) maintenance and analysis of records that include 
records of inspections, accident reports, and inspector 
performance, including inspector compliance with the 
requirements of section 2-2 



(f) personnel matters, such as performance appraisals 
and disciplinary actions 

(g) handling public relations matters and serving as 
a liaison to concerned parties 

(h) mediation of disputes 

(i) assuring that inspectors under his or her supervi- 
sion perform their duties in compliance with the require- 
ments of section 2-2 

{]) maintain his or her personal copy of QEI-1 to be the 
latest edition, as well as the current edition of documents 
referenced in para. 1-5 (a) 



3-2.2 Technical 

The technical duties of an inspection supervisor 
include, but are not limited to, the following: 

(a) reviewing inspection reports and ensuring 
enforcement of legally adopted requirements 

(b) reviewing applications for waivers and variances 
and making recommendations to proper authorities as 
required 

(c) mediating disputes 

id) answering questions on Code, and obtaining for- 
mal interpretations from code-developing organizations 

(e) actively participating in relevant code-developing 
committees on national, regional, or local levels 

(f) assuring review of elevator plans and drawings 

(g) investigating complaints and accidents 

(h) helping to develop local policies and laws, and 
advocating adoption of the latest national codes 



3-3 MAINTENANCE OF QUALIFICATIONS 

To maintain the qualifications as an inspection super- 
visor, an inspection supervisor shall 

(a) conform to the requirements of section 2-3, In addi- 
tion, candidates renewing a supervisory certification 
shall have an additional 0.3 CEUs in classroom 
coursework offered by an accredited certifying organiza- 
tion, state code enforcement licensing agency, or accred- 
ited academic institution equivalent related to 
management or supervision techniques. 
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(b) attend or conduct at least one professional level (d) have in his or her possession the latest edition of 
seminar or workshop per year related to one or more ASME QEM, as well as the current edition of documents 
of the above duties. referenced in para. l-5(a), plus workplace access to the 

(c) spend a minimum of 10% of work time with the documents referenced in para. l-5(b). The inspection 
inspectors in the field, or demonstrate a combination of supervisor shall attest to compliance with the above in 
providing training, administration, or support for QEI writing or by electronic submission upon certification 
inspectors actively engaged in the performance of and annual renewal of certification. 

inspections. 
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Part 4 
Accreditation of Certifying Organizations 



4-1 SCOPE 

This Part covers the provisions under which ASME 
will accredit an organization to certify that inspectors 
and /or inspection supervisors meet and maintain the 
applicable requirements of this Standard. 

Organizations meeting these provisions will be issued 
a Certificate of Accreditation. 



4-2 REQUIREMENTS FOR OBTAINING A 
CERTIFICATE OF ACCREDITATION 

Organizations shall have a certification program that 
includes all those planned and systematic actions neces- 
sary to provide confidence that the requirements of this 
Standard will be complied with. This program shall be 
documented in a certification manual that shall be the 
basis for demonstration of compliance. The documenta- 
tion shall include a completed QEI program checklist. 
The certification program shall include the following 
elements. 

4-2.1 Authority, Responsibility, and Personnel 

The authority and responsibility of those in charge of 
the certification program shall be clearly established and 
documented. They shall have the organizational free- 
dom and administrative and technical expertise neces- 
sary to implement the program. 

Personnel records shall be maintained for all persons 
with a direct involvement in the program and shall 
include the education, training, and experience of each 
person. 

4-2.2 Methods of Evaluation of Qualification 

The certification program shall clearly delineate the 
method of evaluating whether applicants meet the quali- 
fications of inspectors (Part 2) and /or inspection super- 
visors (Part 3). 

The method of evaluation may include written exami- 
nations, oral examinations, verification of employment, 
verification of attendance or successful completion at 
educational institutions, or other methods, provided 
that they assure compliance with section 2-1 for inspec- 
tors or section 3-1 for inspection supervisors. 

Means shall be provided to assure that certified 
inspectors meet the maintenance of qualification provi- 
sions of section 2-3 and that certified inspection supervi- 
sors meet the maintenance of qualification requirements 
of section 3-3. The certification program shall include 



provisions to detail how a meeting, seminar, or educa- 
tion program can be accepted as meeting the criteria for 
maintenance of certification. A list of currently approved 
meetings, seminars, and education programs shall also 
be maintained on file. The information shall be made 
known to all certified inspectors and inspection super- 
visors. 

4-2.3 Document Control 

Means shall be provided to control the issuance, 
revision, and disposition of all documents, including 
examinations, and to prevent accessibility to unautho- 
rized persons. Examinations shall not be accessible to 
any persons except those directly involved in their 
development. 

4-2.4 Control of Subcontracted Services 

The certifying organization may subcontract services 
to other organizations, provided that they ascertain the 
capability of the subcontractor to meet the applicable 
provisions of this Standard. The certifying organization 
shall monitor the activities of the subcontractor to assure 
continued compliance. 

The certifying organization retains the ultimate 
responsibility for the subcontractor's activities necessary 
to assure compliance with this Standard. 

4-2.5 Control of Certification Documentation 

Accredited certifying organizations shall issue certifi- 
cation cards or other documentation to persons who are 
certified under the accredited program, indicating that 
they have met the requirements of this Standard. It shall 
include the following information (see also Nonmanda- 
tory Appendix C): 

(a) certified person's name 

(b) a photograph of the certified person 

(c) scope of the certification (inspector or inspection 
supervisor) 

(d) effective date and expiration date 

(e) name of the accredited certifying organization 

(f) the QEI logo 

The accredited certifying organization shall assure 
control of the distribution of certification cards and other 
documentation by sequential numbering at the time of 
printing, or by other equivalent means. 

Accredited certifying organizations shall maintain a 
current list, including addresses, of all certified persons. 
This list shall be made available to the public. 
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Means shall be provided to ensure that the documen- 
tation to persons who have not maintained their qualifi- 
cations is revoked or not renewed. 

Procedures shall be established for handling lost or 
stolen certification cards and other certification 
documentation, 

The accredited certifying organization shall have a 
procedure for the authorized use of the QEI logo together 
with the name or acronym of the certifying organization. 

NOTE: See para. 4-2.10. 

4-2.6 Disputes and Appeals 

The program shall contain provisions for a fair and 
equitable handling of disputes, and shall provide for a 
detailed appeals mechanism in the event of a dispute. 

The program shall also include provisions for han- 
dling complaints regarding the qualifications of persons 
who have been certified. Within 30 days of receipt certif- 
icate holders shall notify ASME that a complaint has 
been received. Upon adjudication, the certificate holder 
shall submit a generic synopsis of the complaint to 
ASME outlining the nature of the complaint and its 
resolution. 

The program shall include provisions to make the 
disputes and appeals mechanism known to applicants 
for certification, certified personnel, enforcing authori- 
ties, and organizations that contract or rely on reports 
from certified personnel. 

4-2.7 Revisions to Standards 

Provisions shall be included in the certified program 
to update it in conformance with revisions to the 
QEI-1 Standard, and to the reference standards listed in 
sections 1-3 and 1-4. Copies of these standards shall be 
kept on file. 

4-2.8 Certification Records 

Records shall be compiled and maintained for all certi- 
fied inspectors and certified inspection supervisors as 
documentary evidence that they have met the applicable 
requirements. These records, except examinations, shall 
be retained for as long as the inspector or inspection 
supervisor remains certified, plus 3 years. Examinations 
shall be retained for not less than 1 year. 

Records shall be legible, identifiable, and retrievable. 
Records shall be protected against damage, deteriora- 
tion, or loss. Requirements and responsibilities for record 
transmittal, distribution, retention, maintenance, and 
disposition shall be established and documented. 

4-2.9 Upgrading Previous Certifications 

An inspector or inspection supervisor certified by an 
organization prior to the acceptance of their program 
may become a certified inspector or inspection supervi- 
sor, provided that compliance with the qualifications 
of this Standard is demonstrated. The procedures for 



upgrading the certification of these persons shall be 
described in the certification manual 

4-2.10 International Accreditation 

Organizations that certify persons as being qualified 
to inspect equipment for conformance with national or 
multinational standards of other countries shall conform 
with the following requirements: 

(a) The nationally accepted reference standards of the 
applicable country or countries shall be used in place 
of the reference standards listed in section 1-3. 

(b) The certification documentation (para. 4-2.5) shall 
include the country or countries to which the certifica- 
tion applies. 

4-2.11 Code of Ethics (Conduct) 

The certification manual shall establish a code of eth- 
ics (conduct) and means for implementation and 
enforcement. 

(a) The code of ethics (conduct) shall, as a minimum, 
address the following [See Nonmandatory Appendix E 
for exemplar code of ethics (conduct)]: 

(1) QEI-1 Standard is to be held paramount 

(2) continuation of professional development 

(3) issue public statements and reports in an objec- 
tive and truthful manner avoiding 

(a) misrepresentation or overstatement of qualifi- 
cations 

(b) misrepresentation or overstatement of QEI 
credential(s) 

(c) misrepresentation or overstatement of find- 
ings on reports 

(d) misrepresentation or overstatement of the 
scope of inspections conducted 

(4) conflict of interest shall be avoided (see Note) 

NOTE: Where an individual may be under an obligation not to 

report in a fair, objective, and independent manner due to his/her 
membership, affiliation, or employment with another organization 
or company having policies^ rules, directives, bylaws, agreements, 
or procedures that prohibit fair, objective, and independent 
reporting, a conflict of interest would exist. For example, if an 
individual performing an inspection would be influenced because 
of a directive from his/her supervisor, or he/she is inspecting 
equipment on which he/she or a fellow employee works, or on 
which a competitor works, a conflict of interest would arise. 

(5) duty to report violations of the code of ethics 
(conduct) 

(b) The code of ethics (conduct) shall be available on 
the accredited organization's web site and otherwise 
publicly and readily available to individuals or organiza- 
tions utilizing the services and relying on the reports of 
QEI Inspectors and Inspection Supervisors. 

(c) The accredited organization shall establish policies 
defining conflicts of interest and means and methods 
for the administration of potential conflicts and dis- 
putes. (See Nonmandatory Appendix G for an exemplar 
policy on conflicts of interest.) 
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(d) Interpretation and enforcement of the accredited 
organization's code of ethics (conduct) is the sole respon- 
sibility of the accredited organization. Appeal of its deci- 
sion cannot be made to the ASME QEI Committee or 
ASME. Each person certified under the program will 
agree to comply with the code of ethics (conduct). Any 
alleged violation of the code of ethics (conduct) will be 
handled as set forth in para. 4-2.6, Disputes and Appeals. 
[See Nonmandatory Appendix F for interpretations of 
the code of ethics (conduct).] 

4-3 PROCEDURES FOR OBTAINING A CERTIFICATE 
OF ACCREDITATION 

4-3.1 Application 

Certifying organizations shall apply for accreditation 
on the forms supplied by ASME. The applicant shall 
also be supplied with a QEI program checklist. 

4-3.2 Evaluation of Certification Program 

The certification program shall be evaluated by ASME 
for compliance with this Standard initially at each audit, 
and upon renewal. The QEI program checklist shall be 
utilized for evaluating the program's compliance with 
this Standard initially and upon renewal If the program 
is found not to be in compliance, corrective action shall 
be taken or ASME may withdraw or refuse to issue a 
Certificate of Accreditation. 

Prior to issuance of a Certificate of Accreditation, the 
certification manual shall be accepted by ASME and a 
copy shall be filed with ASME. The organization shall 
make available for on-site review by ASME such docu- 
ments as are necessary to understand the certification 
program and to demonstrate compliance with this Stan- 
dard. The certification manual shall be ASME's guide 
for auditing the organization's continued compliance 
w 7 ith the accepted certification program. 



4-3.3 Issuance of Certificate of Accreditation 

The Certificate of Accreditation may be granted or 
withheld by ASME at its discretion. If a certifying organi- 
zation is accepted and the proper administrative fees 
are paid, a Certificate of Accreditation, expiring no later 
than the triennial anniversary date, will be forw T arded 
to the applicant. Each Certificate will be signed by duly 
authorized ASME personnel. Six months prior to the 
date of expiration of such a Certificate, the certifying 
organization desiring to maintain accreditation shall 
apply for renewal. Evaluation shall be conducted by 
ASME, which reserves the right to cancel or refuse to 
renew the Certificate. 

The Certificate shall identify the specific location of 
the certifying organization, and state the scope and lim- 
its of any activities for which authorization is granted. 
ASME may, at its discretion, limit or extend the scope 
of an accreditation. 

After implementation, the certification program shall 
conform to the accepted copy of the certification manual 
filed with ASME. If the organization wishes to change 
the manual or the program to a degree requiring changes 
to the manual, it shall submit the proposed changes to 
ASME, which shall accept or reject them in writing 
within 45 days of receipt. Organizational changes that 
affect compliance with this Standard require prior 
approval of ASME. The accredited certifying organiza- 
tion shall keep a controlled copy of the current certifica- 
tion manual in a place and manner readily available to 
ASME's audit team. 

4-3.4 Audits 

The accredited certifying organization shall be subject 
to a periodic audit program by ASME at least twice 
during the 3-year term of the Certificate of Accredita- 
tion. These audits shall be ASME's assurance that the 
accepted certification program is being followed. 
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NONMANDATORY APPENDIX A 
RELATED DOCUMENTS 



This Appendix includes descriptions of nationally or 
regionally recognized documents pertinent to the 
inspection of elevators, escalators, and related equip- 
ment. The jurisdictional authority should be consulted 
to determine whether or not these codes and standards 
are legally in force, the applicable editions, and the exis- 
tence of modifications or additions to the requirements. 

(07) A-l ELEVATOR CODES 

ASME A17.1/CSA B44, Safety Code for Elevators and 
Escalators, covers the design, construction, operation, 
inspection, testing, maintenance, alteration, and repair 
of elevators, escalators, dumbwaiters, moving walks, 
material lifts and dumbwaiters with automatic transfer 
devices, vertical and inclined wheelchair lifts, and stair- 
way chairlifts (publisher; ASME). 

ASME A17.3, Safety Code for Existing Elevators and 
Escalators, covers retroactive requirements for electric 
and hydraulic elevators, and escalators (publisher: 
ASME). 

(07) A-2 ELECTRICAL CODES 

ANSI/NFPA 70, National Electrical Code, or 
Canadian Electrical Code C22.1 cover the installation of 
electric conductors and equipment in buildings and 
other structures. National Electrical Code Article 620 
or Canadian Electrical Code Section 38 of these codes 
pertain specifically to elevators, escalators, and related 
equipment (publishers: NFPA and CSA). 

ASME A17.1/CSA B44, Safety Code for Elevators and 
Escalators, requires electrical equipment to be certified 
to CSA-B44.1/ASME A17.5, Elevator and Escalator 
Electrical Equipment (publishers: ASME and CSA). 



A-4 ACCESSIBILITY STANDARDS 

The following two standards include specifications 
for making elevators accessible to, and usable by, people 
with disabilities: 

(a) ICC/ANSI A117.1, American National Standard, 
Accessible and Usable Buildings and Facilities (pub- 
lisher: ICC) 

(b) ADAAG, Americans with Disabilities Act 
Accessibility Guidelines for Buildings and Facilities 
(publisher: ATBCB) 

A-5 INSPECTORS* GUIDE 

ASME A17.2, Guide for Inspection of Elevators, 
Escalators, and Moving Walks, provides recommended 
inspection and testing procedures for elevators, escala- 
tors, and moving walks, based on the requirements of 
ASME A17.1/CSA B44. It also includes pertinent infor- 
mation on the inspection of equipment installed under 
earlier editions of ASME A17.1/CSA B44 and other 
information useful to the inspector. 

A-6 INTERPRETATIONS OF A17 PUBLICATIONS 

Interpretations of the various A17 publications are 
issued periodically, The interpretations of A17.1 and 
A 17.2, approved by the A17 Committee from June 14, 
1972, through June 14, 1979, were published in a book 
in 1980. A second book of interpretations, covering the 
period from June 1979 through May 1989, was published 
in 1989. Both interpretation books are available from 
ASME. Starting in 1981, interpretations have been pub- 
lished with each new edition and supplement of the 
applicable standard (publisher: ASME). 



(07) 



(07) A-3 BUILDING CODES 

The following are the most widely used building 
codes in the United States and Canada. They include 
requirements relative to the construction of hoistways, 
venting, standby (emergency) power, and means of 
egress. 

(a) National Building Code (publisher: BOCA) 

(b) Standard Building Code (publisher: SBCCI) 

(c) Uniform Building Code (publisher: ICBO) 

(d) National Building Code of Canada (publisher: 
NBCC) 



A-7 PLATFORM LIFT AND STAIRWAY CHAIRLIFT 
STANDARD 

ASME A18.1, Safety Standard for Platform Lifts and 
Stairway Chairlifts, and CSA B355, Lifts for Persons with 
Physical Disabilities, cover the design, construction, 
installation, operation, inspection, testing, maintenance, 
and repair of inclined stairway chairlifts and inclined 
and vertical platform lifts intended for transportation 
of a mobility impaired person only. The device has a 
limited vertical travel, operating speed, and platform 
area. 



(07) 
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(07) A-8 HANDBOOKS 

The following handbooks augment the applicable 
codes with comments, diagrams, and illustrations that 
are intended to clarify the intricate requirements of the 
codes. They are especially useful in the training of new 
inspectors, 

(a) Handbook on ASME A17.1/CSA B44, Safety Code 
for Elevators and Escalators (publisher: ASME) 

(b) The National Electrical Code Handbook (contains 
complete text of National Electrical Code; publisher; 
NFPA) 

(c) ADA and Building Transportation A Handbook 
on Accessibility Regulations for Elevators, Wheelchair 
Lifts, and Escalators (publisher: Elevator World, Inc.) 

(d) Elevator Industry Field Employees / Safety 
Handbook (publisher: Elevator World, Inc) 

A-9 PROCUREMENT INFORMATION 

The preceding documents can be purchased from their 
respective publishers as listed below. 

American National Standards Institute (ANSI), 25 West 
43rd Street, New York, NY 10036 



The American Society of Mechanical Engineers (ASME), 
Three Park Avenue, New York, NY 10016-5990; Order 
Department: 22 Law Drive, Box 2300, Fairfield, 
NJ 07007-2300 

Architectural and Transportation Barriers Compliance 
Board, U.S. (ATBCB), 1331 F Street, NW, Suite 1000, 
Washington, DC 20004-1111 

Building Officials and Code Administrators 
International (BOCA) 1 

Elevator World, Inc., 356 Morgan Avenue, P.O. Box 6507, 

Mobile, AL 36606 
International Code Council (ICC), 500 New Jersey 

Avenue, NW, Washington, DC 20001 

International Conference of Building Officials (ICBO) 1 

National Fire Protection Association (NFPA), 
1 Batterymarch Park, Quincy, MA 02269 

Southern Building Code Congress International 
(SBCCI) 1 



1 Now available from International Code Council (ICC), 500 New 
Jersey Avenue, NW, Washington, DC 20001. 
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NONMANDATORY APPENDIX B 

RECOMMENDED QUALIFICATIONS AND DUTIES 

OF INSPECTOR TRAINEES 



B-l QUALIFICATIONS 

An inspector trainee should have the following 
qualifications: 

(a) ability in written and oral communication as dem- 
onstrated by one of, or a combination of, the following: 

(1) high school diploma or certificate of equiva- 
lency 

(2) aptitude test 

(3) job experience 

(b) ability to understand mathematical, mechanical, 
and electrical principles as demonstrated by one of, or 
a combination of, the following: 

(1) aptitude test 

(2) training program 

(3) technical /vocational school 

(4) school of higher learning 

(5) job experience 

(c) physical ability to perform duties in a safe manner 



B-2 DUTIES 

The duties of an inspector trainee include, but are not 
limited to, the following: 

(a) acquiring a knowledge of and observing all per- 
sonal safety practices 

(b) acquiring knowledge and experience to meet the 
qualifications of inspector, as described in section 2-1 

(c) performing tasks assigned by an inspector or 
inspection supervisor 

(d) studying Code requirements related to tasks per- 
formed and as assigned by the inspector or inspection 
supervisor 

(e) studying basic mechanical and electrical principles 
as they apply to assignments 

(f) clearly and accurately recording the findings of 
the inspection as directed by the inspector or inspection 
supervisor 

(g) performing inspections under the direct supervi- 
sion of an inspector or inspection supervisor 

(h) actively participating in selected meetings, semi- 
nars, and education programs 
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NONMANDATORY APPENDIX C 
SAMPLE CERTIFICATION CARD 



Front 







[ACCREDITED CERTIFYING 

ORGANIZATION'S NAME] 








Photograph 

of 

Certified 

Person 


This is to certify that 
[Certified Person's Name] 
is qualified as an 
[Elevator inspector/lnsp. Supvr,] 

Certification # 

Effective Date: 






\ 


Expiration Date: 


JQElJ 






[Authorized Signature] 



Back 



The [Accredited Certifying Organization's Name] hereby certifies 
that the person to whom this card is issued has fulfilled the 
requirements of the ASME QEI-1 Standard for the Qualification 
of Elevator Inspectors. 

The (Accredited Certifying Organization's Name] has been 
accredited by The American Society of Mechanical Engineers 
to issue this certification. 

[Accredited Certifying Organization's Namel 
[Accredited Certifying Organization's Address] 
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NONMANDATORY APPENDIX D 

MODEL LANGUAGE FOR ENFORCEMENT AUTHORITIES TO 

RECOGNIZE CERTIFIED INSPECTORS AND INSPECTION 

SUPERVISORS FROM ACCREDITED ORGANIZATIONS 



Inspectors and inspection supervisors shall meet the Society of Mechanical Engineers Qualification of 

minimum qualifications set forth in the Standard for the Elevator Inspectors Committee after (insert date), in 

Qualification of Elevator Inspectors, ASME QEI-1. accordance with the requirements set forth in the 

Inspectors and inspection supervisors shall be certi- Standard for the Qualification of Elevator Inspectors, 

fied by an organization accredited by The American ASME QEI-L 
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(07) 



NONMANDATORY APPENDIX E 
EXEMPLAR CODE OF ETHICS (CONDUCT) 



PREAMBLE 

(Name of accredited organization) requires ethical prac- 
tice by each of its members and has adopted the follow- 
ing Code of Ethics (Conduct) of QEI Inspectors. 



CODE OF ETHICS (CONDUCT) OF INSPECTORS AND 
INSPECTION SUPERVISORS 

The Fundamental Principles 

Inspectors and Inspection Supervisors shall uphold 
and advance the integrity, honor, and dignity of the 
inspecting profession by 

(a) using their knowledge and skill for the enhance- 
ment of human welfare 

(b) being honest and impartial, and serving with fidel- 
ity the public, their employers, and clients; and (name 
of accredited organization) 

(c) striving to increase the competence, prestige, and 
integrity of the Inspecting profession 

The Fundamental Standards 

(a) Inspectors and Inspection Supervisors shall hold 
paramount the safety, health, and welfare of the public 
in accordance with the QEI-1 Standard in the perform- 
ance of their professional duties. 



(b) Inspectors and Inspection Supervisors shall per- 
form services only in the areas of their competence. 

(c) Inspectors and Inspection Supervisors shall con- 
tinue their professional development throughout their 
careers and shall provide opportunities for the profes- 
sional and ethical development of those inspectors under 
their supervision. 

(d) Inspectors and Inspection Supervisors shall act 
in professional matters for each employer or client as 
faithful agents or trustees, and shall avoid conflicts of 
interest or the appearance of conflicts of interest, 

(e) Inspectors and Inspection Supervisors shall build 
their professional reputations on the merit of their ser- 
vices and shall not compete unfairly with others. 

(f) Inspectors and Inspection Supervisors shall associ- 
ate only with reputable persons or organizations. 

(g) Inspectors and Inspection Supervisors shall issue 
public statements and reports only in an objective, 
impartial, and truthful manner. 

(h) Inspectors and Inspection Supervisors shall con- 
sider environmental impact in the performance of their 
professional duties. 

(i) Inspectors and Inspection Supervisors accepting 
QEI Certification from (name of accredited organization) 
by this action agree to abide by (name of accredited organi- 
zation) Policy on Ethics and procedures for its implemen- 
tation and accept their duty to report any violations of 
this code. 
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NONMANDATORY APPENDIX F 

(NAME OF ACCREDITED ORGANIZATION) CRITERIA 

FOR INTERPRETATION OF THE CODE OF ETHICS (CONDUCT) 



(07) 



The criteria for interpretation of the Code of Ethics 
(Conduct) are guidelines and represent the objectives 
toward which QEI Inspectors and Inspection Supervi- 
sors should strive. They are principles that an Inspector 
and Inspection Supervisor can reference in specific situa- 
tions. In addition, they provide interpretive guidance to 
(name of accredited organization) (insert appropriate board, 
committee, or group.) 

(a) Inspectors and Inspection Supervisors shall hold 
paramount the safety, health, and welfare of the public 
in accordance with the QEI Standard in the perform- 
ance of their professional duties. 

(2) Inspectors and Inspection Supervisors shall rec- 
ognize that the lives, safety, health, and welfare of the 
general public are dependent upon fair, objective, and 
independent judgments, decisions, and practices incor- 
porated into inspection protocol, procedures, and 
methods. 

(2) Inspectors and Inspection Supervisors shall not 
approve equipment that is not safe to the public health 
and welfare and not in conformity with accepted safety 
code standards. 

(3) Whenever the Inspectors' or Inspection Super- 
visors' judgments are overruled under circumstances 
where the safety, health, and welfare of the public are 
endangered, the Inspector or Inspection Supervisor shall 
inform their clients and /or employers of the possible 
consequences. 

(4) If Inspectors or Inspection Supervisors have 
knowledge of or reason to believe that another person 
or firm may be in violation of any of the provisions of 
this code of professional conduct, they shall present such 
information to the proper authority within (name of 
accredited organization) in writing and shall cooperate 
with the proper authority in furnishing such further 
information or assistance as may be required. 

(b) Inspectors shall perform services only in areas 
of their competence. 

Inspectors and Inspection Supervisors shall undertake 
to perform assignments only when qualified by educa- 
tion, training, experience, and/ or certification on the 
specific equipment involved. 

(c) Inspectors and Inspection Supervisors shall con- 
tinue their professional development throughout their 



careers, and should provide opportunities for the pro- 
fessional and ethical development of those Inspectors 
under their supervision. 

(d) Inspectors and Inspection Supervisors shall act 
in professional matters for each employer or client as 
faithful agents or trustees, and shall avoid conflicts of 
interest or the appearance of conflicts of interest 

(1) Inspectors and Inspection Supervisors shall 
avoid all known conflicts of interest with their employers 
or clients and shall promptly inform their employers or 
clients of any business association, interests, or circum- 
stances that could influence their judgment or the quality 
of their sendees. 

(2) Inspectors and Inspection Supervisors shall not 
undertake any assignments that would knowingly cre- 
ate a potential conflict of interest between themselves 
and their clients or their employers. 

(3) Inspectors and Inspection Supervisors shall not 
accept compensation, financial or otherwise, from more 
than one party for services on the same project, or for 
services pertaining to the same project, unless the cir- 
cumstances are fully disclosed to, and agreed to, by all 
interested parties. 

(4) Inspectors and Inspection Supervisors shall not 
solicit or accept gratuities^ directly or indirectly, from 
contractors, their agents, or other parties dealing with 
their clients or employers in connection with work for 
which they are responsible. Where official public policy 
or employers' policies tolerate acceptance of modest gra- 
tuities or gifts, Inspectors and Inspection Supervisors 
shall avoid a conflict of interest by complying with 
appropriate policies and shall avoid the appearance of 
a conflict of interest. 

(5) When, as a result of their inspection, Inspectors 
believe an elevator or other equipment covered under 
the ASME A17 codes and standards will not be safe or 
comply with applicable safety standards, they shall so 
advise their employer or client, 

(6) Inspectors and Inspection Supervisors shall 
admit their own errors when proven wrong and refrain 
from distorting or altering the facts to justify their mis- 
takes or decisions. 

(e) Inspectors and Inspection Supervisors shall 
build their reputations on the merit of their services 
and shall not compete unfairly with others. 
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(1) Inspectors and Inspection Supervisors shall not 
falsify or permit misrepresentation of their, or their asso- 
ciates', academic or professional qualification or certifi- 
cation. They shall not misrepresent or exaggerate their 
degrees of responsibility, authority, or competence in or 
for their assignments. 

(2) Inspectors and Inspection Supervisors shall not 
maliciously or falsely, directly or indirectly, injure the 
professional reputation, prospects, practice, or employ- 
ment of another inspector or inspection supervisor, nor 
shall they indiscriminately criticize another's work. 

(/) Inspectors and Inspection Supervisors shall asso- 
ciate only with reputable persons or organizations. 

(1) Inspectors and Inspection Supervisors shall not 
knowingly associate with or permit the use of their 
names or clients' names in business ventures by any 
person or firm that they know, or have reason to believe, 
are engaging in business or professional practices of a 
fraudulent or dishonest nature. 

(2) Inspectors and Inspection Supervisors shall not 
use association with non-QEI inspectors, corporations, 
or partnerships to disguise unethical acts, 

(g) Inspectors and Inspection Supervisors shall 
issue public statements and reports only in an objec- 
tive and truthful manner. 

(1) Inspectors and Inspection Supervisors shall 
endeavor to extend public knowledge and to prevent 
misunderstandings of the achievements of the elevator 
industry, 

(2) Inspectors and Inspection Supervisors shall be 
completely objective and truthful in all reports, state- 
ments, or testimony. They shall include all relevant and 



pertinent information in such reports, statements, or 
testimony. They shall not misrepresent or overstate fac- 
tual information resulting from their inspections, nor 
shall they misrepresent or overstate the scope of their 
inspection. 

(3) Inspectors and Inspection Supervisors shall 
issue no statements, criticisms, or arguments on safety 
or code matters that are inspired or paid for by an inter- 
ested party or parties, unless they preface their com- 
ments by identifying themselves, by disclosing the 
identities of the party or parties on whose behalf they are 
speaking, and by revealing the existence of any financial 
interest they may have in matters under discussion. 

(4) Inspectors and Inspection Supervisors shall be 
truthful in explaining their work and merit, and shall 
avoid any act tending to promote their own interest at 
the expense of the integrity and honor of the inspection 
profession or another individual. 

(h) Inspectors and Inspection Supervisors shall con- 
sider environmental impact in the performance of their 
professional duties. 

Inspectors and Inspection Supervisors shall concern 
themselves with the impact of their activities on the 
environment. When the impact is a clear threat to health 
or safety of the public, then the guidelines for this crite- 
rion revert to those of criterion (a) above. 

(i) Inspectors and Inspection Supervisors accepting 
QEI Certification from (name of accredited organiza- 
tion) by this action agree to abide by (name of accred- 
ited organization) Policy on Ethics and procedures for 
its implementation. 
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NONMANDATORY APPENDIX G 
EXEMPLAR POLICY ON CONFLICTS OF INTEREST 



(07) 



(NAME OF ACCREDITED ORGANIZATION) POLICY: 
CONFLICTS OF INTEREST 



I PREAMBLE 

Each individual acting for or in the name of (accredited 
organization) as QEI Certified Inspector or Inspection 
Supervisor for an Authority Having Jurisdiction (AHJ) is 
in a position of trust. Particularly since (name of accredited 
organization) holds as paramount the safety, health, and 
welfare of the general public, each such individual has 
a fundamental responsibility to exercise impartial pro- 
fessional judgment to enhance the QEI-1 elevator inspec- 
tion profession in the public interest. This (name of 
accredited organization) Policy is intended to further 
assure the fairness, independence, objectivity, and public 
confidence in the integrity of all (name of accredited organi- 
zation) and QEI-1 activities, by establishing guidelines 
and procedures concerning conflicts of interest. It is 
acknowledged and understood that competent and 
knowledgeable individuals of recognized abilities, qual- 
ifications, and interest who participate in QEI-1 activities 
may have potential conflicts of interest. This (name of 
accredited organization) Policy establishes guidelines and 
procedures to enable such individuals to act ethically 
and to uphold the integrity of (name of accredited organiza- 
tion) policies, rules, codes, and standards. 

II POLICY 

(a) The potential for a conflict of interest exists when- 
ever a person owes loyalty to multiple interests or orga- 
nizations. Having different interests or loyalties does not 
constitute a conflict of interest when the action desired 
by each interest is the same. This situation may be 
described as a community of interest. 

(b) A conflict of interest occurs when loyalty to one 
interest would impel a course of action different from 
that impelled by another interest. For example, while 
acting for or on behalf of an Authority Having Jurisdic- 
tion (AHJ), a QEI Inspector may consider a matter that 
directly affects the specific rather than the collective 
interests of the individual's employer, association, affili- 
ation, or a competitor of the employer, association, or 
affiliation. 

Where an individual may be under an obligation not 
to report in a fair, objective, and independent manner 
due to his/her membership, affiliation, or employment 



with another organization or company having policies, 
rules, directives, bylaws, agreements, or procedures that 
prohibit fair, objective, and independent reporting, a 
conflict of interest would exist For example, if an indi- 
vidual performing an inspection would be influenced 
because of a directive from his/her supervisor or he/ 
she is inspecting equipment on which he/she works, a 
fellow employee works, or on which a competitor works, 
a conflict of interest would arise. 

In such instances, there could be a conflict of interest 
between exercise of the inspector's independent profes- 
sional judgment on behalf of (name of accredited organiza- 
tion), the Authority Having Jurisdiction (AHJ), and the 
public, and the individual's loyalties and responsibilities 
to his/her employer, association, or another entity. 

(c) It is the duty of the QEI Inspector acting for or on 
behalf of the Authority Having Jurisdiction (AHJ) to be 
aware of the possibility of a conflict of interest between 
their responsibilities to the Authority Having Jurisdic- 
tion (AHJ) and the public on the one hand, and to their 
employer or another entity on the other. All QEI Inspec- 
tors have a fundamental responsibility to refrain from 
participating in QEI or compliance inspections when a 
competing interest precludes or inhibits the exercise of 
the QEI Inspector's independent professional judgment 
on behalf of (name of accredited organization), or the 
Authority Having Jurisdiction (AHJ), or when the nature 
of the competing interest is such that the inspector's 
continued activity would unreasonably jeopardize the 
integrity, independence, objectivity, or fairness of the 
inspection. 

Ill RESPONSIBILITIES 

(a) Individual Responsibilities. In instances where it is 
clear to individual QEI Inspectors that their judgment 
with respect to the conducting of fair, objective, and 
independent inspections is controlled by their loyalty to 
a competing interest, they should disqualify themselves 
and refrain from participating in the activities regarding 
the conflict-affected matter. 

In instances where individual QEI Inspectors and 
Inspection Supervisors believe that there may be the 
appearance of a conflict of interest, as in 11(c) above, 
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although they believe that their independent judgment 
will not be affected by a competing interest, the QEI 
Inspectors and Inspection Supervisors should neverthe- 
less avail themselves of at least one of the following 
consultative courses of action; 

(1) Advise (name of accredited organization) of the 
potential conflict and the details creating the condition. 
Allow the (name of accredited organization) to determine 
the appropriate course of action within the organiza- 
tion's operating procedures or bylaws and establish limi- 
tations, if required, to mitigate the potential results of 
the conflict. 

(2) Advise the Authority Having Jurisdiction 
(AHJ), employer, or contractor for which the Inspector 
is performing inspections of the potential conflict and 
the details creating the condition. Allow the relevant 
party to determine the appropriate course of action and 
establish limitations, if required, to mitigate the poten- 
tial results of the conflict. 

(3) (Reserved for additional requirements or courses of 
action by the accredited organization.) 

(b) Challenges by Other Members. (Reserved for accred- 
ited organization to provide requirements and course of 
action.) 

IV IMPLEMENTATION 

Individual QEI Inspectors and Inspection Supervisors 
have the primary responsibility for assuring their adher- 
ence to this (name of accredited organization) Policy None- 
theless, given the sensitive nature of these 
considerations and in the interest of (name of accredited 
organization) in preserving the integrity of its reputation 
and processes, (name of accredited organization) retains 
responsibility for oversight in this area. (Name of accred- 
ited organization or name of the responsible body within the 
accredited organization) shall have authority to review 
questions of conflicts of interest and to render opinions 
thereon. (Name of accredited organization or name of the 
respo7isible body within the accredited organization) may 
authorize (Name, title, or position of the responsible individ- 
ual in the accredited organization) to issue a letter of warn- 
ing or admonishment to persons who violate this policy 
and refer the matter to the (name, title, or position of the 
responsible individual within the accredited organization) for 
processing as an ethics complaint under the Code of 
Ethics (Conduct) Policy (or appropriate bylaw provision). 
A decision of the (name of accredited organization) shall 
be binding and final if a letter of warning or admon- 
ishment is the course of action. 

V (NAME OF ACCREDITED ORGANIZATION) STAFF 

The provisions of this Policy are applicable to (name 
of accredited organization) staff, as well as to the members 

of (names of appropriate committees, subcommittees, boards, 
or decision-making bodies of the accredited organization) and 



individuals acting for or on behalf of (name of accredited 
organization), as set forth above. 



VI USE OF QEI LOGO 

See ASME QE1-1-2007, section 1-2. 



VII USE OF (NAME OF ACCREDITED 
ORGANIZATION) STATIONERY 

(Insert accredited organization policy on use of statio- 
nery here.) 



VIII NOTICE 

Each time an individual is certified to the QEI-1 stan- 
dards by (name of accredited organization), the individual 
shall at the time of certification be sent a copy of this 
Policy and (name of accredited organization) Code of Ethics 
(Conduct) and should be advised to adhere to the provi- 
sions of these policies and codes when performing the 
duties of a QEI Inspector or Inspection Supervisor. 



IX ACCEPTANCE 

Before receiving certification or renewing his/her cer- 
tification, unless there is in (name of accredited organiza- 
tion) files a prior signed acceptance of this Policy, each 
QEI Inspector or Inspection Supervisor shall state, in 
writing, adherence to the conditions of this Policy and 
the Code of Ethics (Conduct). If this signed statement 
is not on file, the member may not be certified. 

Note that when either this Policy or the Code Of Ethics 
(Conduct) receives substantive revision as determined 
by (name of accredited organization), all persons required 
to have a Conflict of Interest Statement on file shall 
receive a copy of the revised documents and shall be 
requested to sign a new Conflict of Interest Statement. 



X OVERSIGHT 

Once each year, the (title/position of the responsible indi- 
vidual) of (name of accredited organization) shall submit a 
report to the (name of responsible body within the accredited 
organization) certifying that the requirements of VIII, 
Notice, and IX, Acceptance, have been met, and shall 
include names of those not in compliance. 

Should there be any occurrence where a member does 
not re-sign a Conflict of Interest Statement and forward 
it to (name of accredited organization) within 90 days, the 
(name, title, or position of the responsible individual with 
the accredited organization) shall inform the member in 
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writing that he/she is in violation of IX of this Policy provided that all other requirements for certification or 

and may not continue as a QEI Certified Inspector or renewal of certification are met. 

Inspection Supervisor, Such written notification shall be 

placed in the member's record until the signed Conflict „ .. ... ,__ f . ,., , _ , . , 

of Interest Statement is supplied by the individual Responsibility : (Name of Accredited Organization} 

When action is taken by an individual to comply with 

this Policy, that individual will be certified or recertified Adopted: (Date of Adoption) 
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ASME QEI-1 INTERPRETATIONS 



ASME QEI-1 INTERPRETATIONS 

Replies to Technical Inquiries 
January 2003 Through December 2006 

FOREWORD 

This publication includes all of the written replies issued between the indicated dates by the 
Secretary, speaking for the ASME QEI Committee on Qualification of Elevator Inspectors, to 
inquiries concerning interpretations of technical aspects of the QEI-1 Standard. 

These replies are taken verbatim from the original letters except for a few typographical 
corrections and some minor editorial corrections made for the purpose of improved clarity. In 
some few instances, a review of the interpretation revealed a need for corrections of a technical 
nature; in these cases a corrected interpretation follows immediately after the original reply. 

These interpretations were prepared in accordance with the accredited ASME procedures. 
ASME procedures provide for reconsideration of these interpretations when or if additional 
information is available that the inquirer believes might affect the interpretation. Further, persons 
aggrieved by this interpretation may appeal to the cognizant ASME committee or subcommittee. 
ASME does not approve, certify, rate, or endorse any item, construction, proprietary device, or 
activity. 
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Interpretation: 06-01 

Subject: ASME QEI- 1-2004, Para. 1.4 Certificate Holder Reference Standards 
Date Issued: December 7, 2006 

Question (1): The last paragraph of para. 1.4 refers to "Certificate holders with limited certifi- 
cates/' What is a limited certificate? 

Reply (1): Paragraph 1.4 applies to an accredited certifying organization whose scope of activity 
has been limited either by themselves as described in their "Certification Manual" (QEI-1, para. 4.2) 
or by ASME per QEI-1, para. 4.3.3, As an example, an organization applying for accreditation 
may decide to limit their certification program to a particular state or municipality; and therefore, 
may be required to be in possession of only those codes/ standards that have been adopted by 
that jurisdictional authority. 

Question (2): How does one obtain a limited certificate? 
Reply (2): See Reply (1). 



1-2 



Copyright © 2008 by the American Society of Mechanical Engineers, 
No reproduction may be made of this material without written consent of ASME. 



ASME Services 



ASME is committed to developing and delivering technical information. At ASME's Information Central, we make every effort to answer your 
questions and expedite your orders. Our representatives are ready to assist you in the following areas: 



ASME Press 
Codes & Standards 
Credit Card Orders 
IMechE Publications 
Meetings & Conferences 
Member Dues Status 



Member Services & Benefits 
Other ASME Programs 
Payment Inquiries 
Professional Development 

Short Courses 
Publications 



Public Information 

Self-Study Courses 

Shipping Information 

Subscriptions/Journals/Magazines 

Symposia Volumes 

Technical Papers 



How can you reach us? it's easier than ever! 

There are four options for making inquiries* or placing orders. Simply mail, phone, fax, or E-mail us and an Information Central representative 
will handle your request. 



Mail 
ASME 

22 Law Drive, Box 2900 
Fairfield, New Jersey 
07007-2900 



Call Toll Free 

US & Canada: 800-THE-ASME 

(800-843-2763) 

Mexico: 95-800-THE-ASME 

(95-800-843-2763) 

Universal: 973-882-1167 



Fax— 2 4 hours 
973-882-1717 
973-882-5155 



E-Mail— 24 hours 
lnfocentral@asme.org 



Information Central staff are not permitted to answer inquiries about the technical content of this code or standard. Information as to 
whether or not technical inquiries are issued to this code or standard is shown on the copyright page. All technical inquiries must be 
submitted in writing to the staff secretary. Additional procedures for inquiries may be listed within. 
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